UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


'V 1 '’' ! •' '■ 


OrnCLM. WARNING 
VIOLATION O F FEDERAL REGULATIONS 


CASE NUMBER: 


VIOLATOR: 

This Is The Place Heritage Park 
87-C-0044 / 45414 


ADDRESS (S/reef. City. State, ZIP Code): 

2601 East Sunnyside Ave. 
Salt Lake City, UT 84108 


The U.S. Department of Agriculture has evidence that on or about May 18, 2013, April 6, 2013 and 
December 14, 201 1 , you or your organization committed violations of the following sections of the Code 
of Federal Regulations, Title 9: 

2.40(b)(2) Attending Veterinarian and Adequate Veterinary Care.. ..DIRECT. .. 
failure to establish and maintain programs of veterinarian care that use appropriate methods to 
prevent, control, diagnose, and treat diseases and injuries (May 1 8, 2013) 

2.40(b)(3) Attending Veterinarian and adequate Veterinary Care DIRECT... .repeated 

failure to use a mechanism of direct and frequent communication so that timely and accurate 
information on problems of animal health, behavior and well-being is conveyed to the attending 
veterinarian (May 18, 2013) 

2.75(b)(1) Records: Dealers and Exhibitors... .repeated failure to make, keep and maintain 
accurate records of animal disposition 

2.131(d)(2)Hand!ing of Animals repeated failure to have a responsible, knowledgeable, and 

readily identifiable employee or attendant present at all times during periods of public contact. 

3.125(a) Facilities General... .repeated failure to construct and maintain facilities in such a manner 
as to protect animals from injury and to contain the animals 

3.127(c) Facilities, Outdoor ....repeated failure to provide a suitable method to rapidly eliminate 
excess water 

3.129(b) Feeding... .repeated failure to use food receptacles that are located to minimize the 
contamination of excreta and pests 
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3, 130(a) Watering repeated failure to provide potable water and maintain water receptacles clean 
and sanitary 

3.131 (a) Sanitation,*.* repeated failure to remove excreta from primary enclosures as often as necessary 
to contamination of the animals contained therein and to minimize disease hazards and to reduce odors 

3.132 Employees**, DIRECT.* ..repeated failure to have a sufficient number of adequately trained 
employees to carry out the level of husbandry and care as required by the Animal Welfare Act 
(May 18,2013) 

3.133 Separation,., .repeated failure to ensure that animals housed in the same primary enclosure are 
compatible 


The Animal and Plant Health Inspection Service (APHIS) created federal regulations to ensure the welfare of animals and 
help prevent the spread of animal and plant pests and diseases. Since violations of the regulations can have serious and 
cosily impacts that are detrimental to the public interest, APHIS is providing you with an Official Warning for the 
violation(s) described above. Any further violation of these federal regulations may result in the assessment of a civil 
penalty* criminal prosecution, or other sanctions. If you have any questions concerning this Official Warning or violation(s), 
please contact the APHIS official listed in this notice. 
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